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MECRAEXM FoR: Deputy Birecter fer Intelli geace 
SUBIEOT 1 Designation of 208 Pepresextative for USIS Matters 


Te sscortence vith MMMM cated 12 Jamary 1965, 1 
have designated Hovard J. Oeberu as the IDS representative for 
UNIS matters ond for liaieen vith the steff officer designated by 
the Deputy Divecter for inbeLligense. 
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